REPCRT m CFFTCER'S CWPmS IM P'3ARDP TO THE PllESlDOT':- KURDB" 
V. D. MCHAGHEN - fSOl 

On Ilovember 22, 1963, I was off duty, but was susnmoned to Grand Jury at 
10:00 AM. After I vas released, I remained dovn town to watch the parade. 
At l?:l!0 IV I received word of the shooting of Piesident Kennedy and rotiorted 
to the Texas BooV Depository Bu'lding to af'iist in the Investipation. During 
this tine I became ill and returned to my home. 

On MovBsiber 23, 1963, at arproximately lOiOO AH, I was called to report 
for duly. I acsiated in answering the telepbraies and again during the •▼en- 
ing I became extremely ill and was taken hose by T'etectiyes Adamcik and Moore. 

I did not return to duty until Kondny, Hovember 25, 1963, at lj:OC PM. 

T did not make any further Investieaticns on Mr. Kennedy, and I did not 
wake any invest! gations on Mr. Oswald, or Mr. Ruby. 


Hespectfully submitted. 



V. D. Monaghen, Tletective 


